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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 201968 
ORIGIN COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 AID-05 CEQ-01 CIAE-00 
ERDA-07 DODE-OO EB-08 EPA-04 INR-07 10-14 L-03 
NSF-02 NSC-05 NSAE-00 PM-05 USIA-15 OES-07 SS-15 
SP-02 INT-05 /1 19 R 

DRAFTED BY COMM/NOAA/W16LBJTHOMPSON 
APPROVED BY EUR/SOV:AKRAUSE 
COMM/N OA A/IA: HL APRIL 
EPA/EXSEC:PSHOSTAL 
EUR/SOV:RWINDSOR 

045024 250626Z/16 

R 242000Z AUG 77 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 201968 

E.O. 11652:N/A 

TAGS: SENV, US, UR 

SUBJECT:US-USSR ENVIRONMENTAL AGREEMENT, PROJECT IX-2.1 
SYSTEM OF SIMULTANEOUS WARNING OF TSUNAMIS (02.0921) 

1 . REQUEST EMBASSY PASS FOLLOWING LETTER DATED AUG 22, 

1977, TO PROF SOLOVIEV WITH COPY TO KAZAKOV OF HYDROMET. 

2. AUGUST 22, 1977 02.0921 

PROFESSOR S. L. SOLOVIEV 
ACADEMY OF SCIENCES 
ULYANOVSKAYA STREET 51 
MOSCOW 109004 

DEAR PROFESSOR SOLOVIEV: THANK YOU FOR YOUR LETTER OF 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 201968 

9 AUG 1977, CONCERNING THE JOINT SEISMIC EXPERIMENT. 

I CAN NOW CONFIRM THAT THE U.S. LONG PERIOD SEISMOGRAPH 
WILL BE SHIPPED ON PANAM FLIGHT 44 FROM NEW YORK 
ARRIVING MOSCOW ON SEPTEMBER 24, 1977. THE AIR BILL 
NUMBER FOR THE SIX BOXES WILL BE 026-7832-4072 AND WILL 
BE ADDRESSED TO DR. DUBROUSKY OF THE ACADEMY. 

SPECIFICATIONS OF THE BOXES WERE GIVEN IN MY LETTER OF 
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28 JUNE 1977, TO DR. POPOV. 

IN THAT SAME LETTER I REQUESTED THE FOLLOWING 
INFORMATION: 

1 . THE TYPE OF ELECTRICAL POWER WE ARE TO USE AT THE 
STATION, E.G. 1 10 AC OR 220 AC AND FREQUENCY 50 OR 

60 HZ. 

2. THE DISTANCE BETWEEN THE INSTRUMENT PIER AND THE 
LOCATION FOR THE ELECTRONICS RACK SO THAT WE CAN 
CONSTRUCT THE INTERCONNECTING CABLE, OR A STATION PLAN. 

3. CAN WE OBTAIN 6 AND 12 VOLT STANDARD LEAD ACID 
BATTERIES AT THE LOCATION? THEY ARE NEEDED FOR 
STANDBY POWER IF THE AC VOLTAGE FAILS. 

KINDLY ENSURE THAT THIS INFORMATION IS PROVIDED AS 
SOON AS POSSIBLE, AS WE CAN NOT SHIP OUR EQUIPMENT 
UNTIL WE HAVE THE ANSWERS. 

DR. J. BERGER AND MR. D. MILLER, UNIV OF CALIFORNIA, 

WILL INSTALL THE EQUIPMENT IN SAKHALIN. HOWEVER THEY 
WILL NOT ACCOMPANY THE EQUIPMENT TO MOSCOW. INSTEAD 
THEY WILL ARRIVE VIA KHABAROVSK AFTER THE EQUIPMENT 
HAS BEEN SHIPPED FROM MOSCOW TO SAKHALIN. WOULD YOU 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 STATE 201968 

PLEASE INFORM ME (1) WHEN YOU EXPECT THE SHIPMENT 
TO SAKHALIN SO WE CAN ARRANGE BERGER S AND MILLER'S 
SCHEDULES AND (2) WHEN THE EQUIPMENT HAS ARRIVED IN 
SAKHALIN. 

IN ADDITION, WOULD YOU PLEASE INFORM ME OF THE DATE 
OF ARRIVAL OF DR. RYKOV IN THE USA AND THE SHIPPING 
DETAILS FOR THE SOVIET SEISMOGRAPH. WE PROPOSE THAT 
THE VISITS OF BERGER, MILLER AND RYKOV BE ON A 
RECEIVING SIDE PAYS BASIS. 

SINCERELY, 

B. J. THOMPSON 

US PROJECT LEADER CHRISTOPHER 


UNCLASSIFIED 


NNN 
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UNCLASSIFIED 

PAGE 01 STATE 201968 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO EPA-04 COME-OO EB-08 OES-07 /032 R 
66011 

DRAFTED BY EUR/SOV:RWINDSOR 
APPROVED BY EUR/SOV:MJWILKINSON 
COMM/N OA A/I A: HL APRIL (INFO) 

COMM/N OA AAV 1 6 1 : B JTHOMPS ON (INFO) 

EPA/EXSEC:PSHOSTAL (INFO) 

122049 070307Z/62 

P 070209Z SEP 77 

FM SECSTATE WASHDC 

TO AMEMBASSY MOSCOW PRIORITY 

UNCLAS STATE 201968 

FOLLOWING REPEAT STATE 201968 24 AUG 77 
QUOTE 

UNCLAS STATE 201968 
E.O. 11652:N/A 
TAGS: SENV, US, UR 

SUBJECT:US-USSR ENVIRONMENTAL AGREEMENT, PROJECT IX-2.1 
SYSTEM OF SIMULTANEOUS WARNING OF TSUNAMIS (02.0921) 

1 . REQUEST EMBASSY PASS FOLLOWING LETTER DATED AUG 22, 
1977, TO PROF SOLOVIEV WITH COPY TO KAZAKOV OF HYDROMET. 

2. AUGUST 22, 1977 02.0921 

PROFESSOR S. L. SOLOVIEV 
ACADEMY OF SCIENCES 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 201968 

ULYANOVSKAYA STREET 51 
MOSCOW 109004 

DEAR PROFESSOR SOLOVIEV: THANK YOU FOR YOUR LETTER OF 
9 AUG 1977, CONCERNING THE JOINT SEISMIC EXPERIMENT. 

I CAN NOW CONFIRM THAT THE U.S. LONG PERIOD SEISMOGRAPH 
WILL BE SHIPPED ON PANAM FLIGHT 44 FROM NEW YORK 
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ARRIVING MOSCOW ON SEPTEMBER 24, 1977. THE AIR BILL 
NUMBER FOR THE SIX BOXES WILL BE 026-7832-4072 AND WILL 
BE ADDRESSED TO DR. DUBROUSKY OF THE ACADEMY. 
SPECIFICATIONS OF THE BOXES WERE GIVEN IN MY LETTER OF 
28 JUNE 1977, TO DR. POPOV. 

IN THAT SAME LETTER I REQUESTED THE FOLLOWING 
INFORMATION: 

1 . THE TYPE OF ELECTRICAL POWER WE ARE TO USE AT THE 
STATION, E.G. 1 10 AC OR 220 AC AND FREQUENCY 50 OR 

60 HZ. 

2. THE DISTANCE BETWEEN THE INSTRUMENT PIER AND THE 
LOCATION FOR THE ELECTRONICS RACK SO THAT WE CAN 
CONSTRUCT THE INTERCONNECTING CABLE, OR A STATION PLAN. 

3. CAN WE OBTAIN 6 AND 12 VOLT STANDARD LEAD ACID 
BATTERIES AT THE LOCATION? THEY ARE NEEDED FOR 
STANDBY POWER IF THE AC VOLTAGE FAILS. 

KINDLY ENSURE THAT THIS INFORMATION IS PROVIDED AS 
SOON AS POSSIBLE, AS WE CAN NOT SHIP OUR EQUIPMENT 
UNTIL WE HAVE THE ANSWERS. 

DR. J. BERGER AND MR. D. MILLER, UNIV OF CALIFORNIA, 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 STATE 201968 

WILL INSTALL THE EQUIPMENT IN SAKHALIN. HOWEVER THEY 
WILL NOT ACCOMPANY THE EQUIPMENT TO MOSCOW. INSTEAD 
THEY WILL ARRIVE VIA KHABAROVSK AFTER THE EQUIPMENT 
HAS BEEN SHIPPED FROM MOSCOW TO SAKHALIN. WOULD YOU 
PLEASE INFORM ME (1) WHEN YOU EXPECT THE SHIPMENT 
TO SAKHALIN SO WE CAN ARRANGE BERGERS AND MILLER'S 
SCHEDULES AND (2) WHEN THE EQUIPMENT HAS ARRIVED IN 
SAKHALIN. 

IN ADDITION, WOULD YOU PLEASE INFORM ME OF THE DATE 
OF ARRIVAL OF DR. RYKOV IN THE USA AND THE SHIPPING 
DETAILS FOR THE SOVIET SEISMOGRAPH. WE PROPOSE THAT 
THE VISITS OF BERGER, MILLER AND RYKOV BE ON A 
RECEIVING SIDE PAYS BASIS. 

SINCERELY, 

B. J. THOMPSON 

US PROJECT LEADER CHRISTOPHER UNQUOTE VANCE 


UNCLASSIFIED 
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